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3.131 REPEAT 

SAMITATIOM, 

(c) Housekeeeping, Premises {buildings and grounds? shall be kept dean and in good repair to protect the animals 
-from injury and to taqilitate the prescribed tiusbandry practices set tgrth inthis soban. 

Wood frame, piaslar or concrete are hoavpl^ chipped at the bottom section o1 eicit door in the tiger enclosore. Some 
sections of metal door is also rusted arrd corroded. These sections can rx>t be ade^iuatety deaned and sanitized at 
tbie time. Facilit-^ ahall ensure that iheae siruciures are in ejtcellent condition and maintained in goad repair. This 
non-oompllant Items was reported m last Inspection and to be corredled bjr June 15^ £0l3, 

Exit interview was cenndudad wilTi a lacility represenlative. 

Accompanied by a Supervisory AnimgJ Care SpeeigJist durirtg this ingpeclign. 
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